Brief comment text:

Please keep the four existing channels in the 60 meter band allocated to amateur radio on a secondary basis at the 100 W power limit for the four existing channels and the new 15 kHz subband. As a radio operator involved with emergency communications, I find the 100 watt power limit adequate for communications during an emergency. Limiting this power level to 10 or 15 watts would render the frequencies involved to being useless during the hurricane season.
